The  Cathedral  of  SS.  Peter  and  Paul 
18th  Street  and  the  Parkway 

This  Church,  the  largest  Catholic 
Church  in  the  City  of  Philadelphia, 
is  a  replica  of  the  Lombard  Church 
of  Saint  Charles  in  Rome.  Corner- 
stone laid  September  6,  1846.  Seat- 
ing capacity  1500. 
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